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3. 


Batter^ Factory supplies various accumulators to the 
troops of the Leningrad military district. j 

the factor >’ supplied the following brands of » transportable starting accumu- 
latora 1 ( Perenoanye Start emyc Akkumuliatory ) to armoured troops: 


a. 


6 SUE-128 
(acid 1 ) 


b. 


6 SUE -144 
(acid) 


4. 


tension: |i2 Volte 
capacity: 128 Ampor e/hour s 
size ' of box: 

length: 648 mm 
breadth: 195 mm 
height;: 240 mm 
weight: 6l.O kg 

tension: 12 Volts 
capacity: 144 Ampere/houra 
size of box: 

length; 525 mm 
breadth : 278 mm 
height: 240 mm 
weight: 60.6 kg 


"Aviation unite receive transportable starting accumulators if the following brands: 


a. 6 A-24 


SEE LAST 

25>{l 
25^(1 


teneion: 12 Volte 
capacity: 24 An® ere/hours 
oizo of boxs 

length: 273 mm 
breadth: 337 mm 
height: 115 mm 
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Thlu report Is for the une within] the USA of the Intelligence components of the Departments or 
Agencies indicated above. It la not to be transmitted overseas without the concurrence of the 
originating office through the Assistant Director of the Office of Collection and Dissemination, CIA. 
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tension: 12] Volts 
capacity: 30 Antporo/houra 
oize of box; 

length: 276 mm 
breadth; |4l0 mm 
height : 118 mm 
weight: 27.0 kg 


tension: 12 |volte 
capacity: 42 Ampere/hours 
oise of box: 

length: 279 mni 
breadth: 52 6 zum 
height : 121 mm 
weight: 30 kg'* 
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